ALIMENTATORE G 4/159 

A.C. MAINS POWER PACK G 4/159 
PER CONVERTITORI - FOR CONVERTERS 
G 4/160, 4/161, 4/162, 4/163 

Pud fornire le tensioni e correnti necessarie 
per l’alimentazione di due dei convertitori 
illustrati nelle pagine precedenti. E’ prevista 
una presa per il comando «stand-by» a di¬ 
stanza, dal ricevitore. Richiede una tensione 
alternata da 110 a 220 volt, 50-60 Hz, ed ha 
un consumo massimo di 18 VA. 



It can give all voltages and currents neces¬ 
sary for the supply of two converters wich 
are illustrated on the precedings pages. A 
two-pin receptacle is provided for distant 
stand-by switch from receiver. G 4/159 ope¬ 
rates on 110 to 220 AC mains, 50-60 c/s, with 
a total max. power consumption of approx. 
18 VA. 




